PLATE X X x. VII
TCBKEB GLACIER FROM CHEST OP HAENKE ISLAND
Glaciated surface in foreground.   Haenke Glacier, terminating back from the fiord, with snow-covered alluvial fan in front, just to right of Turner Glacier. Photograph by A. J. Brabazon, Canadian Boundary Commission, 1895, from Station A (Map 3).